THE   HTDESVILLE   EPISODE

My husband remained in the house with Mr. Redfield
all night. On the next Saturday the house was filled to
overflowing. There were no sounds heard during day,
but they commenced again in the evening. It was said
that there were over three hundred persons present at the
time. On Sunday morning the noises were heard through-
out the day by all who came to the house.

On Saturday night, April ist, they commenced digging
in the cellar ; they dug until they came to water, and then
gave it up. The noise was not heard on Sunday evening
nor during the night. Stephen B. Smith and wife (my
daughter Marie), and my son David S. Fox and wife, slept
in the room this night.

I have heard nothing since that time until yesterday.
In the forenoon of yesterday there were several questions
answered in the usual way by rapping. I have heard the
noise several times to-day.

I am not a believer in haunted houses or supernatural
appearances. I am very sorry that there has been so much
excitement about it. It has been a great deal of trouble
to us. It was our misfortune to live here at this time ;
but I am willing and anxious that the truth should be known,
and that a true statement should be made. I cannot account
for these noises ; all that I know is that they have been heard
repeatedly, as I have stated. I have heard this rapping
again this (Tuesday) morning, April 4. My children also
heard it.

I certify that the foregoing statement has been read to
me, and that the same is true ; and that I should be willing
to take my oath that it is so, if necessary."

(Signed] MARGARET Fox.
April n,   1848.

Statement by John D. Fox

I have heard the above statement of my wife, Margaret
Fox, read, and hereby certify that the same  is  true  in
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